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1* location: ILLEGIB 

About 500 meters east of the main station of Kiev (30°32 ! E/50°27 ’N ) , 

Ukrainian SSR, northeast of the double-track railroad line. 

2. Plant instalia tions: 


Having been destroyed during the war, the plant was reconstructed and 
resumed operation with two Soviet turbines. The fourth boiler was fitted 
during the time pf observation. The plant was fueled by coal until early 
1949, tfeen was fbnverted and fueled by natural gas piped Iran the Lvov 
area, . A railroad connection available. For plant layout see Annex* 

3. Work force: 

Four hundred civilians and a hundred PWs. 
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Capacity: 

details available. 
Comment: 


Exclpt for the plant layout, this report agrees with previous inforna- 
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ant, east of the Kiev Main Station. Additional 
to obtain a clear picture of the actual plant 
nd type of construction of the plant buildings. 


Plant in Kiev. 
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^egend to Annex: 

1 Main gate 

2 Gate for mot®fc vehicles 

3 Guardhouse 

4 Administration 

5 Boiler and turbine kbuse, stone structure, 100 x 50 x 40 meters, with 

four smokestacks, and a fifth smokestack planned. The boiler house 
has four Americffi^iS5 s one German boiler) a fifth boiler was planned. 
Soviets stated that the two turbines came from Leningrad. 

6 Coal conveying installation 

7 fitting shops 

8 Welding shop 

9 Three-storey building with technical administration 

10 Electric storage 

11 .Hoofed section with winches where the coal is loaded into baskets 
and transported by cable car to tne boilers or the coal dump. 

12 Coal dump 

13 Oil pumping plant 

14 Carpenter shop 

15 Cooling plant, gas tank shaped, 60 meters high 

16 Watch towers. 
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